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The original incoming letter was 
forwarded to D/NFAC. Copies were 
went to OGC and COMPT. (COMPT also 
received copies of the background 
correspondence dtd 30 Sep 81.) 
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Mr. Harry E. Fitzwater 
Deputy Director for Administration 
Central Intelligence Agency 
Washington, D.C. 20505 

Dear Mr. Fitzwater: 

Your request of September 30, 1981 to amend the Central Intelligence 
Agency's plan for implementing the Federal Physicians' Comparability 
Allowance Act (5 U.S.C. 5948) is approved. 


Sincerely, 




David Sitrin 

Deputy Associate Director for 
National Security 
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